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Message Text 

UNCLASSIFIED 

PAGE 01 TOKYO 06126 270333Z 
ACTION OES-06 

INFO OCT-01 EA-09 ISO-OO PASS-00 /016 W 

270606Z 005701 /12 

R 270246Z APR 77 
FM AMEMBASSY TOKYO 
TO SECSTATE WASHDC 7267 

UNCLAS TOKYO 6126 

E.O. 11652: N/A 
TAGS: ENRG, TECH 

SUBJECT: RESPONSE TO LETTER INQUIRY 

TO: MR. MYRON B. KRATZER 
INTERNATIONAL ENERGY ASSOC. LTD. 

2600 VIRGINIA AVE., NEW 
WASHINGTON. D.C. 20037 

THANKS FOR 4/9 LTR. NO TIME TO ANSWER BY MAIL. HAVE 
VALUABLE INFO FOR YOUR PROPOSED STUDY. WILL CALL ON 
ARRIVAL WASH. 4/28 OR 29. AM STAYING RAMADA INN, 

ROSSLYN. OFFER OF LODGINGS APPRECIATED BUT NOT 
NECESSARY. 

SIGNED 

JUSTIN L. BLOOM 

COUNSELOR FOR SCIENTIFIC AND TECHNOLOGICAL AFFAIRS 
AMERICAN EMBASSY 
TOKYO, JAPAN 
SHOESMITH 

NOTE BY OC/T: PASSED ABOVE ADDEE. 


UNCLASSIFIED 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: SCIENTIFIC VISITS 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 27-Apr-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977TOKYO06126 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 46-051 4 
Format: TEL 
From: TOKYO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 977041 2/aaaaajwo.tel 

Line Count: 45 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: c8383e9c-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION OES 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 07-Feb-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2673552 
Secure: OPEN 
Status: NATIVE 

Subject: RESPONSE TO LETTER INQUIRY TO: MR. MYRON B. KRATZER INTERNATIONAL ENERGY ASSOC. LTD. 
TAGS: ENRG, TECH, OTRA, JA, (KRATZER, MYRON B) 

To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/c8383e9c-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 
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